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SUBJECT:EXPORT OE COMPUTER SYSTEM TO THE USSR - IL 1565 

REF: BEWTCASENO. 1 6045 1 (SWEDISH INDUSTRIAL DEVELOPMENT 
CORP. ON BEHALE OE STANSAAB AB, SWEDEN) 

1) THE UNITED STATES DELEGATION IS REQUESTED TO SUBMIT THE 
EOLLOWING URGENCY EXCEPTION CASE PURSUANT TO COCOM DOC. REG. 
(73)3, PARAGRAPH 4(B): 

2) THE UNITED STATES AUTHORITIES HAVE BEEN ASKED TO APPROVE 
THE REEXPORT FROM SWEDEN TO THE USSR OE THE EOLLOWING 
EQUIPMENT WITH A TOTAL VALUE OF 1,804,518 DOLLARS AND 
COVERED BY IL 1565(D)(1) AND (D)(2): 

1 TYPE CENSOR 900 MEDICAL DATA PROCESSING SYSTEM 
CONEIGURED AS SHOWN IN ATTACHMENT 1. 
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3) THIS EQUIPMENT IS CONSIGNED TO THE MINISTRY OE 
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HEALTH, INSTITUTE OF BIOPHYSICS, ZIVOPISNAYA ULITSA 46, 

MOSCOW I23I82, WHERE IT WILL BE USED FOR DATA PROCESSING, 
PRESENTATION, AND REGISTRATION OE MEDICAL MEASUREMENTS. 

4) THE DESCRIBED SYSTEM IS DESIGNED ONLY EOR THE SINGLE 
APPLICATION OP MEDICAL DATA HANDLING. IN CRITICAL PATIENT 
SITUATIONS IT IS NECESSARY TO HANDLE SIMULTANEOUSLY PAST- 
CHANGING PHYSIOLOGICAL PARAMETERS AS A BASIS EOR ADEQUATE 
DECISION MAKING AND ACTIONS TO BE TAKEN; THE CENSOR 900 
MEDICAL DATA SYSTEM IS DESIGNED TO BE A TOOL TO AID 
DECISION MAKING IN SUCH CRITICAL SITUATIONS. 

5) A COMPARISON OP PROPOSED SYSTEM PARAMETERS WITH NOTE 
12(G) TO IL 1565 AND ALSO A BLOCK DIAGRAM OF THE PROPOSED 
SYSTEM ARE PROVIDED AS ATTACHMENTS 2 AND 3, RESPECTIVELY. 
UNITED STATES AUTHORITIES NOTE THAT THE CENSOR 900, IF 
ENTIRELY OP U.S. ORIGIN, WOULD QUALIPY EOR TREATMENT UNDER 
THE TERMS OF NOTE 12 SUBITEM (H)(1) EXCEPT EOR THE PA- 
RAMETERS RELATING TO REMOTE TERMINAL DEVICES. THE 
TERMINAL DEVICES (EIGHT GRAPHIC DISPLAYS) ARE TO BE 
INSTALLED AT VARIOUS LOCATIONS WITHIN THE HOSPITAL, UP TO 
350 METERS PROM THE COMPUTER OPERATING AREA. SPECIFICALLY, 
THESE DISPLAYS WILL BE LOCATED IN (I) THE OPERATING 
THEATER, (2) X-RAY DEPARTMENT, (3) DUTY NURSE'S ROOM, (4) 
CONPERENCE ROOM, AND (5) PHYSICIAN'S OPFICE. 

6) UNITED STATES AUTHORITIES PROPOSE TO APPROVE THIS 
TRANSACTION WITHOUT THE IMPOSITION OP VISITATION AND 
REPORTING REQUIREMENTS INASMUCH AS (A) THE CENSOR 900 
IS SOLELY DESIGNED EOR HANDLING, PRESENTATION, AND REG- 
ISTRATION OP MEDICAL DATA, (B) THE STATED END-USE IS OF 

A HIGHLY VISIBLE, HUMANITARIAN/MEDICAL, AND NON-STRATEGIC 
NATURE, (C) THE END-USER WILL BE DEPENDENT UPON THE SYSTEM 
24 HOURS A DAY ONCE THE EQUIPMENT IS IN OPERATION AND IT 
IS DEEMED EXTREMELY UNLIKELY THAT THE END-USER WOULD ALLOW 
MEDICAL SERVICES TO BE DISRUPTED OR THE COMPUTER TO BE 
USED EOR OTHER PURPOSES, AND (D) THE CENSOR 900, IP 
ENTIRELY OP US ORIGIN, WOULD MEET THE TERMS EOR TREATMENT 
UNDER NOTE 12 SUBITEM (H)(1) EXCEPT EOR THE PARAMETERS 
ASSOCIATED WITH REMOTE TERMINAL DEVICES. 

CONPIDENTIAL 

CONPIDENTIAL 

PAGE 03 STATE 187984 


7) THE UNITED STATES AUTHORITIES CONSIDER THIS EXPORT 
REASONABLE AND APPROPRIATE FOR THE STATED END USE, AND 
WOULD APPRECIATE THE VIEWS OF MEMBER GOVERNMENTS. URGENCY 
PROCEDURE IS INVOKED INASMUCH AS THE U.S. APPLICANT WILL 
BECOME SUBJECT TO SEVERE PINANCIAL PENALTIES IF EXPORT IS 
NOT EPFECTED BEFPRE JULY 31, 1976. 
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FYI - ATTACHMENTS AIRMAILED FROM COMMERCE ON 7/28/76. 

ENDFYI KISSINGER 

CONEIDENTIAL 

NNN 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 04 MAY 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STRATEGIC TRADE CONTROLS, COMPUTERS, MEETING DELEGATIONS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 29 JUL 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: ShawDG 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 87984 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BAW 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: D760293-0814 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976078/aaaaagol.tel 

Line Count: 117 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN COME 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ShawDG 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 APR 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 APR 2004 by CunninFX>; APPROVED <07 SEP 2004 by ShawDG> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT OF COMPUTER SYSTEM TO THE USSR - IL 1565 
TAGS: ESTC, UR, COCOM 
To: OECD PARIS 
Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 



